E. P REICHHELM, President , 
Engineer and Gen. Manager. 


ROBERT VOM CLEFF, 
Treasurer. 


v. dieffenbach, 

Secretary. 
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GEORGE MACHLET, Vice-President , 
Factory Superintendent . 


AMERICAN GAS FURNACE COMPANY, 


FACTORY, 

ELIZABETH* N. J. 


INCORPORATED, JANUARY 1,1887. 
NEW JERSEY. 


Sales Office, 80 NASSAU STREET, 


New York, 





























RG104 E-l Box 183 







I 




J v ^ 

*'/Vx W 


OCn 
v L. r 


i* , » 

t‘"I' - , f , \ / SOs' 

,7 - V ' I 

>•. .’ <■ A. O 


* 

3 

.« 


& 

I 

t 


vf 


I 











NARA RG104, Entry 1, Box 183 


[Abstract:] Mails catalogue and suggests a No. 1 oven furnace page 28. 

American Gas Furnace Company, 

New York, 

September 8, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint 
Phila., Pa. 

Dear Sir. 

In compliance with your favor of the 4th inst., (delayed through absence of our Mr. 
Reichhelm) we mail you our catalogue & would suggest a No. 1 Oven Furnace p. 28, as best 
suited to your requirements. 

A No. 4 Crowell Blower would be just sufficient to run this one furnace. We would 
however recommend our No. 3 High Pressure Blower, illustrated & described on pp. 2 & 3 as a 
much superior Blower in every respect, perfectly noiseless, easy running & self-lubricating. This 
would be capable of running three or four such furnaces. We quote you, 

1 No. 1 Oven Furnace C $150.00 

1 “ 4 Crowell Blower 40.00 

1 “ 3 High Pressure “ 150.00 

Hoping to be favored with your order, we remain, 

Very truly yours, 

American Gas Furnace Co. 

E. P. Reichhelm 

F. Pres’t. 



